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PAGE 01 MOSCOW 12552 301754Z 
ACTION OC-06 

INFO OCT-01 EUR- 1 2 ISO-OO CCO-OO FBOE-OO A-01 SY-05 
SS-15 SSO-OO /040W 

116467 301808Z/46 

O P 301700Z AUG 77 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC IMMEDIATE 1523 
INFO AMEMBASSY BONN 

SECRET MOSCOW 12552 

BONN FOR RCO 


E.O.: XGDS-2 

TAGS: AFOP, ABLD, ASEC 

SUBJECT: CEO FITZPATRICK'S SURVEY OF 9TH FLOOR COMMCEN 


REF: MOSCOW 12523 

1 . CLOSE INSPECTION OF FIRE-DAMAGED COMMCEN REVEALS FOLLOWING: 

A. ALL POWER EQUIPMENT EXTERNAL TO ENCLOSURE DAMAGED BEYOND 
REPAIR. THIS INCLUDES VOLTAGE REGULATOR, MOTOR GENERATOR, 
ISOLATION TRANSFORMER, FILTERS AND POWER PANELS. 

B. AIR CONDITIONING EQUIPMENT EXTERNAL TO THE ENCLOSURE 
SEVERELY DAMAGED. 

C. ENCLOSURE SUSTAINED WATER DAMAGE. WATER SEEPED IN AND 
SATURATED CEILING AND FLOOR INSIDE ENCLOSURE. BELIEVE THIS 
DESTROYS RF INTEGRITY OF ENCLOSURE. 

D. EQUIPMENT INSIDE ENCLOSURE APPEARS UNHARMED AND IS 
PROBABLY STILL OPERATIONAL. 

E. SECONDARY TECH CONTROL SUSTAINED WATER DAMAGE. CONDITION OF 
COMPONENTS UNKNOWN. ONE PARTIAL SECONDARY TECH CONTROL WAS 

SECRET 
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NOT INSTALLED AND WRAPPED IN PLASTIC. UNIT SUSTAINED NO 
APPARENT DAMAGE. 

F. TELEX ASR AND SECONDARY TECH CONTROL ASSOCIATED KSR 
SUSTAINED WATER AND EXTREME HEAT DAMAGE. 

2. AT A MEETING ATTENDED BY CRO, RSO, TSO, FBO REP., 
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CPOIC SEABEE DETACHMENT, AND CEO'S MCGILL AND FITZPATRICK, 

PLANS WERE DISCUSSED FOR RESTORATION OF EMERGENCY POWER. 

AN 80-KW, 3-PHASE, 220-380 POWER GENERATOR HAS BEEN ORDERED 
BY POST. AT THIS TIME THE STRUCTURAL SOUNDNESS OF THE PARENT 
ROOM IS UNDETERMINED. 

3. IN VIEW POSSIBLE COMPROMISE OF EQUIPMENT AND AREA DUE TO 
UNMONITORED ENTRY BY SOVIET FIRE FIGHTERS, PLEASE ADVISE 
IF CRYPTO ASSOCIATED EQUIPMENT SHOULD BE RETURNED TO 
DEPARTMENT FOR TECHNICAL EVALUATION. IF THIS ACTION IS 
DEEMED APPROPRIATE REQUEST POST BE SHIPPED ONE HW-28 TO 
REPLACE HW-28 REMORED FROM 9TH FLOOR COMEN AND NOW IN USE 
IN TEMPORARY COMMUNICATIONS FACILITY. 

TOON 


SECRET 
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